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The following relationships are worked out for 
each taluk separately. System and Non-System tanks 
are considered separately. 


a) Waterspread Ayacut 

b) Ayacut Capacity 

c) Waterspread Capacity 

d) Bund length Capacity 

e) Bund length Water spread 
f) Bund length Ayacut 


Average figures were calculated for all the 
taluks and final average of the above figures were 
also worked out. 


Results & Analysis 


The final average is seen as follows: 


Waterspread/Ayacut - 0.75 

Ayacut/Capacity - 231 Hectare/m.cum 
Waterspread/Capacity - 133 Hectare/m cum 

Bund length/Capacity - 4858 metre/m.cum 

Bund length/Water spread - 37.5 metre/Hectare » 
Bund length/Ayacut - 23.35 Metre/Hectare 


These figures may -be considered as basic figures 
guiding the formation of new tanks. In Villupuram, 
Vanur is the only tank situated along the sea . 
coast. Gingee is mostly hill tract receiving scanty 
rainfall. Tindivanam is in between Gingee and 
Vanur having both effects. Villupuram and Tirukoilur 
are partly having ‘system tank’ receiving water through 
Thenpennayar. Ulundurpet is also a dry taluk, 
though the influence of Gadilam is there in few 
parts. Variation in these aspects, along with rainfall 
statistics can be studied from the available data, 
in due course of time. | 
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